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BEIRUT FOR RTC FROM RSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: INCINERATOR INSTALLATION - AMCONGEN TANGIER 
REF: STATE 238112 (PARA #7) 

1. DETAILS OF INSTALLATION ARE AS FOLLOWS: 

LOCATION: C&R VAULTED AREA, TOP FLOOR. 

AVAILABILITY OF POWER: POWER PANEL OUTSIDE OF C&R AREA WITHIN 
50 FEET. 

BUILDING MODIFICATION : HOLE IN ROOF. 

2. POST BELIEVES THEY CAN INSTALL INCINCERATOR THEMSELVES AND 
WISHES ONLY TECHNICAL ADVICE TO BE POSITIVE THEY ARE CORRECTLY 
INSTALLING THE UNIT. 

3. INCINCERATOR WAS FORMERLY LOCATED IN OUR EMBASSY OFFICE BAIDA. 
PSO HAS REVIEWED PARTS AND RELIEVES INCINERATOR IS COMPLETE. 
NEUMANN 
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